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MEMORANDUM 


TO: 

Rebecca Bascom, Principal Investigator 

FROM: 

Institutional Review Board 

Assurance Number M1174-01NR 

DATE: 

May 27, 1993 

RE: 

'Sidestream Tobacco Smoke and Mucociliary Clearance' 
(Center for Indoor Air Research) 


The above-referenced project Is incorporated into a protocol on file with this Committee entitled, 
m Respiratory Sensitivity to Environmental Tobacco Smoke', under your direction (684886-099201}. This 
protocol was given approval September 4, 1992 and last amended April 1 , 1993. An amendment is 
pending review for the July meeting of the IRB. You will be advised of the Board's decision . 

If the above project is altered in any way, please notify the IRB office. Please retain a copy of this letter 
for your records . If you have any questions, please do not hesitate to contact Joe G iffels, IRB 
Coordinator, at 706-5037. 
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‘ Trrvid Van Echo, Chairman 
! ~t:tuticnal Review Board 
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Source: https://www.industrydocuments.ucsf.edu/docs/fjnmOOOO 
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